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EXHIBIT E-l:     REFERENCE INFORMATION FOR  SOLAR AND  CONVENTIONAL

TECHNOLOGIES

1.    Centralized Conventional Energy
Technologies

Coal-fired Steam Electric
Oil-fired Steam Electric*
Gas-fired Steam Electric
Nuclear Reactor

2.    Solar Collector Technologies
SHACOB Active  System

AIPH Flat Place Hot Water System
AIPH Parabolic Trough Steam System*

AIPH Parabolic Dish Total Energy
System

Residential Photovoltaics
Centralized Photovoltalca

C en t rail zed Wind Jjne rjgy Con ye rs jo n
System
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